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CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


This Document contains Information affecting the Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 793 and 794, of the U.S. Code, as 
amended. Its transmission or revelation of its contents 
to or receipt by an unauthorized person is prohibited, 
by law. The reproduction of this form is prohibited. 


CONFIDENTIAL 


country East Germany 

SUBJECT KVP Engineer Battalion of the 

Dresden Division 


DATE OF INFO. 
PLACE ACQUIRED 


25X1 A 


hi 8347 



THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

25X1X (F0R KEY SEE REVERSE > 


1* Location: Dr, Kurt Fischer-Allee 

2, Strength: Approximately 350 men 

3, Equipment; 10 pontoons 

6 rubber boats 
3 motorboats 

1 pile driver with diesel engine 

4» Personalities: 

Unit Commander: Captain Harry Strobel; his predecessor. 

Major Hoffmann^ was transferred to the 
division staff at the end of November 1953* 

Deputy for PK: Senior Lieutenant Fiebiger 

General Deputy: Captain Kieslich 

Chief of Staff: Lieutenant Schildt 
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